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NOTES: 
ASSEMBLE IAW MPP-167 
1. 


LASER ENGRAVE OR DOT MARK VALVE P/N, S/N, AND 
2 
REVISION ONTO THE 600.0247 VALVE BODY IAW MPP-120 


LASER ENGRAVE OR DOT MARK AS SHOWN IAW MPP-120 
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ORIENT PRESSURE GAUGE AS SHOWN 
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QTY (1) EXTRA M83461/2-910 O-RING REQUIRED 
5 
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PROTOTYPE REVISIONS 


ZONE 
REV 
DESCRIPTION 
DATE 
APPROVED 
CHANGE 
CODE 
EFFECTIVITY 
REVISED BY 


SHEET 1 


SHEET 2 


A5-2 


B5-2 


C1-2 


D1-2 


SHEETS 3 TO 7 
SHEET 8 


PE1 


ADDED SHEET 1 FOR PROTOTYPE REVISION TABLE 
REVISED NOTES AND ADDED ISOMETRIC VIEW 
REMOVED VENDOR P/NS FROM MAT'L COLUMN IN BOM 
REMOVED FLAG NOTES FROM SPEC. COLUMN IN BOM 
F/N 44: P/N WAS 600.0741 IS NAS1149CN632R 
F/N 43: P/N WAS 600.0742 IS MS35649-264 
F/N 42: P/N WAS 600.0727 IS MS51957-34 
DELETED F/N 38 
F/N 37: P/N WAS 601.1105 IS MS51959-52 
F/N 35: P/N WAS 601.1089 IS M83461/2-905 
F/N 34: P/N WAS 601.1087 IS M83461/2-904 
F/N 34: REVISED QUANTITIES 
F/N 33: P/N WAS 601.1086 IS M83461/2-902 
F/N 32: P/N WAS 601.1092 IS M83461/2-912 
F/N 31: P/N WAS 601.1090 IS M83461/2-906 
DELETED F/N 30 
F/N 29: P/N WAS 601.1084 IS NAS1611-006A 
F/N 28: P/N WAS 601.1085 IS MS28775-020 
F/N 27: P/N WAS 601.1091 IS M83461/2-910 
F/N 27: REVISED QUANTITIES 
DELETED F/N 24 
F/N 22: P/N WAS 600.0289 IS 654.6412 
F/N 21: P/N WAS 600.0260 IS 654.6410 
F/N 20: P/N WAS 600.0288 IS 654.6411 
F/N 19: P/N WAS 600.0258 IS 601.3739 
F/N 18: P/N WAS 600.0262 IS MS19060-1012 
DELETED F/N 12 TO 15 
F/N 65: P/N WAS 601.2079 IS AN515C5-5 
F/N 64: P/N WAS 601.1549 IS MS28775-011 
DELETED F/N 60 
DELETED F/NS 53 TO 57 
DELETED F/N 48 
F/N 46: P/N WAS 600.0294 IS 654.6512 
REVISED FLAG NOTE CALLOUTS 
ADDED SHEET FOR ENGRAVING DETAIL 


04-29-21 
J. GARDINER 
MDI 
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